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E.O. 11652: XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW: IL 1529 - ELECTRONIC TEST 
EQUIPMENT 

REF: STATE 104373 

UNNUMBERED, UNDATED UKDEL HANDOUT, APPARENTLY THAT 
SOUGHT BY DEPARTMENT, READS AS FOLLOWS: 

FOLLOWING FROM THE DISCUSSION ON L APRIL 1975, IN WHICH 
IT WAS SUGGESTED INTER ALTA THAT LABORATORY COMPARISON 
STANDARDS COULD BE TREATED SEPARATELY FROM STANDARDS 
BUILT INTO MEASURING EQUIPMENT, THE UK DELEGATION SUBMITS 
THE FOLLOWING REVISION OF ITS PROPOSAL IN COCOM DOC 
REV(74)1529/2. THE DEFINITION IN (III) (WHICH REPLACES 
(II)) HAS BEEN REDRAFTED FOR THE SAKE OF PRECISION. 

PROPOSED REPLACEMENT FOR SUB ITEM (A) OF IL 1529:- 

(A) EQUIPMENT AS FOLLOWS:- 

(I) DESIGNED AS REFERENCE FREQUENCY STANDARDS 
FOR LABORATORY USE WITH A STABILITY, OVER 

24 HOURS OR MORE OF 1 PART IN 10 TO THE 
TENTH POWER OR BETTER; 
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(II) DESIGNED FOR FIXED GROUND USE AND CONTAINING 
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FREQUENCY STNDARD(S), WITH A STABILITY 
OVER 24 HOURS OF 1 PART IN 10 TO THE NINTH 
POWER OR BETTER; 

(III) DESIGNED FOR PORTABLE OR MOBILE USE, AND 
CONTAINI NG FREQUENCY STANDARD(S), WITH A 
STABILITY OR ACCURACY OVER 24 HOURS OF 
L PART IN 10 TO THE EIGHTH POWER OR BETTER. 

NOTE: FOR TEMPERATURE-COMPENSATED CRYSTAL OSCILLATORS 
SEE IL 1587. 

TURNER 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, EXCEPTIONS LIST, STRATEGIC TRADE CONTROLS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 MAY 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19750ECDP11385 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D7501 58-01 90 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750577/aaaacssi.tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 104373 
Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 MAY 2003 by CunninFX>; APPROVED <03 JUN 2003 by GarlanWA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COCOM LIST REVIEW: IL 1529 - ELECTRONIC TEST EQUIPMENT 
TAGS: ESTC, COCOM 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



